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by William Rufus, but Henry III. did
most of the building and beautified his
towers with sculpture and stained
glass, none of which, however, remains
to-day.

The Tower may not be anything
wonderful from the point of view of the
architect, but it is a very splendid and
impressive pile of masonry.

Should Buildings be Signed ?

If you read a book which interests
you, the first thing you do is to find out
who wrote it, and if you see a picture
which pleases, you at once ask who
painted it. Now a fine building is a
much greater work than a picture or a
book, yet how many people ever think

of inquiring the name of the architect ?
Authors, painters, sculptors and musi-
cians, all put their names to their
works, but a building is rarely
" signed," and the names of the great
architects of to-day are far less well
known than those of music-hall per-
formers or cinema stars.

Take one of the finest examples of
a modern English building, namely,
Liverpool Cathedral, and the chances
are that not one person in a thousand,
either young or old, could tell you
off-hand that the architects were Sir
Giles Gilbert Scott, O.M., and Mr. G. F.
Bodley. Sir Giles, whose design was
'chosen in open competition as being
the best sent in, was only twenty-one

OUR LARGEST ENGLISH CATHEDRAL
Standing on St. James's Mount, almost in the centre of the city, Liverpool Cathedral is being
built from the designs of Sir Giles Gilbert Scott, who was only twenty-one years of age when he
prepared the original scheme.   The great Central Tower, now in course of construction, will in
height exceed the tower of York Minster by 100 feet.   It is 104 feet square at the base.